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Office Memorandum • united states government 

TO ; Chief, Industrial Division DATE: 1 August 1956 

from : Chief, Shipbuilding Branch' 
subject: Monthly Report. 


1. Accomplishments 

a. branch Projects Submitted 
None 

b. Other Projects Submitted 
Hone 

c. Special Research 
None 

d. Other 
None 

2, Training 

25X1 A9a took Basic Management Course. 


3* Trips 
None 


li. 

25X1 A9a 


Adminis tra t io n 



ntered on duty. 


5. Plans 

Program for FY 5 7 being reviewed in light of recent 
reorganization. 


6. Problems 
None 


7. Recommendations 
None 

8. Other Information 

Projects due in D/l next month: 

35.517 


25X1 A9a 
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